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E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM, CZ, US 

SUBJECT: COMPUTERIZED MEDICAL MONITORING AND ANALYSIS 
SYSTEMS TO CZECHOSLOVAKIA - IL 1565 

REF: A. COCOM DOC (75) 2144, B. STATE 296180 

1 . REFTEL B INSTRUCTS USDEL TO AMEND REFCASE A TO 
REFLECT SUBSTITUTION OF 5 TYPE 5662C VIDEO GENERATORS 
(MODEL 4416) FOR 5 TYPE 91200A VIDEO GENERATORS. LIST 
OF EQUIPMENT CONTAINED REFCASE A, INCLUDING ATTACH- 
MENTS 1 AND 2 MAKE NO REFERENCE, HOWEVER, TO 91200A 
VIDEO GENERATORS. 

2. ACTION REQUESTED. CLARIFICATION OF INSTRUC- 
TIONS. 
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